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pages and three 


charts, divided into five parts. 

s p-oSSnfaisitSsi ;:c.L:srdS'’i"Sk,es) 

Installation-Building Plant, i^rfurt. 

j- o rta -i Q '• r-hart- of Dositions at the Villi Installation- Build— 

dng PrntrS?XiLrr„/:fe'tj;.: :rro3UiL=, groups, and na.«s of ponsona 

in charge of these positions. 

Tho thlra part, five ‘anager'\hf i:s"l:r^r,'the 

‘"'J?Skir1Se“re“bo;kke per th^booL^^ tne pricing department, 

Srp^mfeg dSjarSrnt! S pLeomtel department, and tbe manpoaer department. 

The fourth part, one page, is an organizational chart of the V.Sm Plant xn iviagae- 

burgo 
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/Note: oi' document indicates tn* 

^ in it means an expansion of the VEivI Pla,nts_^ 
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